CATHEDRAL  OF  TOMORROW 

Cuyahoga  Falls,  Ohio 

The  Cathedral  of  Tomorrow  is  the  largest  inter- 
denominational church  built  in  this  generation. 
It  is  located  on  Rt.  #8  just  north  of  Akron, 
Ohio,  and  is  truly  an  architectural  land-mark. 
Each  week  a  nationwide  radio  and  television 
ministry  is  beamed  from  the  main  sanctuary  of 
this  beautiful  building. 
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